Approved For Release 2002/07/31 : CIA-RDP61-00910A0001 000201 04-3 


June 3, 1957 


Proposed to the DD/S (and accepted by him) that ceiling control 
operate under the concept ^priority-function" application. This 
means that when an office requests more ceiling positions than 
allocated, he must acconplish the needful additional work within 
existing ceiling by elimination of a lower priority activity. 
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